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EPA  chief:  Colorado  mine  spill  'pains  me' 


By  Michael  Biesecker 

WASHINGTON  (AP)  — The  head  of  the  Environmental  Protection  Agency  said  Tuesday 
her  department  takes  full  responsibility  for  spilling  3 million  gallons  of  mining  waste  that 
turned  a southwest  Colorado  river  an  unnatural  shade  of  orange,  adding  it  "pains  me  to  no 
end." 

Gina  McCarthy  made  the  comments  as  her  agency  comes  under  increased  scmtiny  after 
federal  and  contract  workers  accidentally  unleashed  the  spill  last  week  while  inspecting  the 
abandoned  Gold  King  mine  near  Silverton,  Colorado. 

The  contaminated  water  that  flowed  into  a tributary  of  the  Animas  and  San  Juan  rivers 
contained  high  levels  of  arsenic,  lead  and  other  potentially  toxic  heavy  metals.  McCarthy 
expressed  regret  that  the  spill  occurred  and  said  her  agency  has  "added  responsibility  here." 

"It  is  really  a tragic  and  very  unfortunate  incident,  and  EPA  is  taking  responsibility  to  ensure 
that  that  spill  is  cleaned  up,"  McCarthy  said.  "I  am  absolutely,  deeply  sorry  that  this  ever 
happened." 


Navajo  president:  EPA  says  spill  cleanup  could  take 
decades 


By  Susan  Montoya  Bryan  and  Ellen  Knickmeyer 

ALBUQUERQUE,  N.M.  (AP)  — Townspeople  affected  by  the  millions  of  gallons  of  waste 
spilled  from  an  abandoned  gold  mine  and  now  flowing  through  their  communities  demanded 
clarity  Tuesday  about  any  long-term  threats  to  their  water  supply. 
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Colorado  and  New  Mexico  made  disaster  declarations  for  stretches  of  the  Animas  and  San 
Juan  rivers  and  the  Navajo  Nation  declared  an  emergency  as  the  waste  spread  more  than  100 
miles  downstream,  where  it  will  reach  Lake  Powell  in  Utah  sometime  this  week. 

EPA  workers  accidentally  unleashed  an  estimated  3 million  gallons  of  orange-yellow  waste, 
including  high  concentrations  of  arsenic,  lead  and  other  potentially  toxic  heavy  metals,  while 
inspecting  the  long-abandoned  Gold  King  mine  near  Silverton,  Colorado,  on  Aug.  5. 

EPA  Administrator  Gina  McCarthy,  who  plans  to  tour  the  damage  personally,  said  Tuesday 
in  Washington,  D.C.,  that  she  takes  full  responsibility  for  the  spill,  which  she  said  "pains  me 
to  no  end."  She  said  the  agency  is  working  around  the  clock  to  assess  the  environmental 
impact. 


Oil  price  slumps  to  lowest  level  in  more  than  6 years 


By  Alex  Veiga,  AP  Business  Writer 

The  price  of  U.S.  crude  oil  has  tumbled  to  its  lowest  level  in  more  than  six  years. 

The  latest  slide  on  Tuesday  came  as  OPEC  said  its  production  rose  to  a three-year  high. 
China  also  devalued  its  currency,  suggesting  economic  growth  there  was  softer  and  could 
cause  lower  crude  demand. 

Benchmark  U.S.  crude  fell  $1.88,  or  4 percent,  to  $43.08  a barrel  in  New  York.  Its  previous 
low  for  this  year  was  $43.46  on  March  17.  U.S.  crude  has  been  declining  since  reaching  a 
high  this  year  of  $61.43  a barrel  on  June  10. 

Brent  crude,  a benchmark  for  international  oils  used  by  many  U.S.  refineries,  declined  $1.23, 
or  2.4  percent,  to  $49. 18  a barrel  in  London. 


Kerry,  top  Democratic  senator  spar  on  Iran  deal, 
sanctions 


By  Bradley  Klapper  and  Deb  Riechmann 

WASHINGTON  (AP)  — Secretary  of  State  John  Kerry  sparred  Tuesday  with  the  lone 
Democratic  senator  to  publicly  oppose  last  month's  historic  Iran  nuclear  deal,  saying  there 
was  no  way  the  U.S.  could  prevent  American  allies  from  doing  business  with  Tehran  if 
Congress  were  to  reject  the  agreement. 
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Speaking  across  town  in  New  York,  Sen.  Chuck  Schumer  disagreed  and  suggested 
Washington  still  could  force  the  world  into  isolating  the  Iranians  until  they  make  deeper 
nuclear  concessions. 

The  dispute  goes  to  the  heart  of  the  questions  that  American  lawmakers  are  considering  as 
they  prepare  to  vote  on  the  nuclear  accord. 

If  they  were  to  shelve  the  deal  — and  override  an  expected  presidential  veto  — they  could 
severely  complicate  the  Obama  administration's  ability  to  honor  its  commitments  to  roll  back 
economic  sanctions  on  Iran,  hi  exchange,  Iran  has  agreed  to  a decade  of  tough  restrictions  on 
Iran's  nuclear  program  and  a far  more  intrusive  inspections  regime. 


Japan  committed  to  nuclear  power  despite 
Fukushima  fiasco 


By  Elaine  Kurtenbach  and  Mari  Yamaguchi 

TOKYO  (AP)  — With  the  pull  of  a lever,  control  rods  were  lifted  Tuesday  from  the  reactor 
core  at  a plant  in  southern  Japan,  ending  a ban  on  nuclear  power  following  meltdowns  at 
Fukushima  in  the  northeast  that  forced  tens  of  thousands  of  people  to  leave  their  homes,  most 
of  them  for  good. 

Crowded,  energy-scarce  Japan  remains  committed  to  nuclear  power  despite  the  March  201 1 
accident  at  the  Fukushima  Dai-Ichi  plant  and  its  messy  aftermath,  for  economic, 
environmental  and  political  reasons. 

Polls  show  that  most  Japanese  don't  want  nuclear  power,  but  public  opinion  has  been 
trumped  by  leaders  who  say  keeping  the  country's  43  workable  reactors  offline  forever  would 
be  too  damaging  economically. 

Though  two  other  nuclear  reactors  briefly  resumed  operations  after  the  Fukushima 
meltdowns,  Japan  has  gone  completely  without  nuclear  power  for  nearly  two  years  under 
tighter  new  regulations.  Reactors  remained  idle  pending  safety  inspections. 
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Uganda  lists  16  firms  eligible  to  bid  for  oil 
exploration 

By  Rodney  Muhumuza 

KAMPALA,  Uganda  (AP)  — The  Uganda  government  on  Tuesday  listed  16  international 
firms  that  are  authorized  to  bid  for  oil  exploration  rights  to  six  blocks  of  land  near  Uganda's 
border  with  Congo. 

The  list  includes  firms  from  Russia,  the  U.S.,  South  Africa  and  Australia. 

Uganda's  first  oil  licensing  round  is  being  watched  by  activists  who  hope  the  oil  blocks  will 
eventually  go  to  firms  with  strong  social  and  environmental  track  records. 

The  territory  in  the  Albertine  Graben  region  of  western  Uganda  is  ecologically  sensitive  and 
one  of  the  blocks  on  offer  lies  in  the  Lake  Edward  basin  inside  Uganda's  Queen  Elizabeth 
National  Park.  Lake  Edward  extends  into  Congo,  where  it  forms  part  of  the  Viranga  National 
Park,  a UNESCO  world  heritage  site  that  is  home  to  some  of  the  world's  last  mountain 
gorillas. 


Sponsored  Links 


Week  in  Review  - Clean  Power  Plan  rolls  out  amid  charges  of  collusion 

Meanwhile,  power  plant  emissions  hit  27-year  low. 

Click  here  to  read  the  brief! 

Carbon  rule  will  survive  past  Obama  administration:  McCarthy 

It  would  be  “a  significant  hurdle”  for  the  next  president  to  roll  back  the  Environmental 
Protection  Agency’s  Clean  Power  Plan,  EPA  Administrator  Gina  McCarthy  said  Tuesday, 
adding  that  she  believes  the  rule  limiting  power  plant  carbon  emissions  “is  legally  solid,”  The 
Hill  reports. 


Business  boosts  attacks  on  ozone  limits 


1794874 


ED  000552D  00004274-00007 


Seeking  to  head  off  a move  by  the  Environmental  Protection  Agency  to  lower  permissible 
ozone  levels  in  the  atmosphere,  the  National  Association  of  Manufacturers  is  launching  an 
advertising  campaign  against  it,  while  the  U.S.  Chamber  of  Commerce  is  issuing  a series  of 
reports  detailing  how  such  a step  could  hit  local  economies,  The  Hill  reports. 


No  drop  in  Western  U.S.  ozone  emissions  as  Chinese  pollution  drifts 


An  expected  decline  in  ozone  levels  in  the  Western  U.S.  between  2005  and  2010  didn’t 
materialize,  a study  found,  citing  drifting  emissions  from  China  as  one  big  reason  why,  E&E 
reports. 


Chicaqo-area  refinery  outage  scrambles  prices 


Crude  prices  have  been  slumping  and  gasoline  prices  in  the  Midwest  soaring  as  a result  of  a 
shutdown  at  the  BP  refinery  in  Whiting,  Indiana,  Bloomberg  reports,  noting  that  the  outage 
could  continue  for  a month. 


Coal  bankruptcies:  'Nobody  knows  where  the  bottom  is' 

“Nobody  can  see  any  growth  and  nobody  knows  where  the  bottom  is,”  said  a business 
academic  about  the  coal  industry  in  the  wake  of  the  bankruptcy  filing  by  Alpha  Natural 
Resources,  E&E  reports. 


2015:  Year  for  writedowns  in  oil  and  qas 

Low  prices  are  pushing  oil  and  gas  companies  to  reduce  the  value  of  their  assets  on  paper, 
and  IHS  analyst  Paul  O’Donnell  told  the  Pittsburgh  Post-Gazette  2015  may  see  the  most 
impairments  for  the  past  ten  years. 


Feelings  run  high  as  Dominion  decommissions  Wisconsin  nuke  plant 


Local  residents  are  angry  at  the  shutdown  of  Dominion  Energy's  Kewaunee  nuclear  power 
plant  in  northeastern  Wisconsin,  and  a dispute  between  the  town  and  company  over  the  tax 
impact  could  end  up  in  court,  The  New  York  Times  reports. 


Wanxianq  to  build  Fisker  car  in  Southern  California 


1794874 


ED  000552D  00004274-00008 


Wanxiang  Group,  the  Chinese  auto  parts  company  that  bought  bankrupt  Fisker  Automotive, 
has  signed  a lease  for  a facility  to  build  Fisker  electric  cars  in  Riverside  County,  the  Los 
Angeles  Times  reports. 


Petrobras  scandal  extends  to  U.S.  soil,  Brazilian  officials  claim 


Brazil  has  come  up  with  evidence  that  suspects  in  the  Petrobras  corruption  case  worked  out 
details  of  an  alleged  bribe  in  a Manhattan  hotel  room  in  2008,  The  Wall  Street  Journal 
reports. 


Upcoming  Events 


• Aug.  11,  Billings:  The  Bureau  of  Land  Management  to  hold  a listening  session  on 
potential  reforms  to  the  federal  coal  leasing  program.  2:00  pm  , 5001  Southgate  Drive, 
Billings,  Montana. 

• Aug.  11,  Washington:  Environmental  Protection  Agency  Administrator  Gina  McCarthy 
to  speak  on  the  final  Clean  Power  Plan  at  an  event  hosted  by  Resources  for  the  Future. 

1 2 : 1 5 pm  , 1 6 1 6 P St.  NW,  Washington,  DC . 

• Aug.  11,  Washington:  The  Environmental  Protection  Agency  to  hold  public  hearing  on 
its  proposed  endagerment  hearing  for  airline  carbon  emissions.  Call 

In:  1-866-299-3 188,  Passcode:  1433527160.  10:00  am  , Environmental  Protection 
Agency. 
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